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Abstract. [Purpose] The aim of the present study was described the kinematic characteristics of gait in stroke 
patients with two different arteries involved. [Subjects and Methods] Two patients who had suffered a basilar (A) 
or middle (B) cerebral artery ischemic stroke were compared with a control (C). Seventeen inertial sensors were 
used with acquisition rate of 120 Hz. The participants walked 3 times on a 10 meter walkway. From the raw data, 
the three gait cycles from the middle of each trial were chosen and analyzed. [Results] During the stance phase, 
patients A and B had a lower hip angle at initial contact and maximum flexion angle during load response than the 
control. Patient A and the control subject had similar knee angle values at initial contact, and patient B presented a 
flexed position in the initial phase of the gait cycle. The maximum flexion angles during loading response were also 
higher for patient B. The sagittal plane excursion for the ankle joint was lower for patient B in comparison with the 
other subjects. [Conclusion] Differences during walking between patients who had stroke in different arteries may 
be related to an alternative compensatory strategy. Patient A and the control subject had similar gait cycle curves at 
all joints, while patient B showed a rigid synergic pattern. 
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INTRODUCTION 

The joint kinematics of patients with hemiparesis exhibit 
differences from the normal conditions in both the stance 
and swing phases of gait and also large interindividual vari- 
ability 1 '. Healthy people are able to keep their bodies bal- 
anced on irregular surfaces, which can be explained by a 
neural strategy leading to dynamic stability 2 '. The postural 
adjustments that occur in the young and the elderly are spe- 
cific to each task and may vary according to ground and 
environment factors. Postural balance, therefore, is relevant 
clinical evidence after neuromuscular impairments, such as 
in the case of stroke 3 ' 4 '. 

An important clinical finding is the kinematic compen- 
satory pattern caused by neuromuscular impairment. Each 
patient's gait cycle varies according to the severity of the 
impairment and also their ability to readapt to new condi- 
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tions and difficulties 5 '. The resultant gait pattern is a com- 
bination of the deviations caused by the primary dysfunc- 
tion, compensatory movements, and the residual function. 
A common deviation is hip hiking or circumduction in the 
swing phase due to inadequate strength of the ankle dorsi- 
flexors and subsequent difficulty of the foot adaptation seen 
in an elevation of the pelvis instead of hip flexion. Another 
common feature of the stroke gait is excessive knee flex- 
ion in the stance phase that is a consequence of diminished 
strength, which causes diminished support moment genera- 
tion at appropriate joint angles by the combination of ankle 
plantar flexors and knee and hip extensors; thus, the knee 
may flex excessively 6 '. 

To ensure appropriate intervention strategies, profes- 
sionals must be able to detect compensatory mechanisms. 
Thus, therapeutic procedures may focus on the primary 
cause and not the most known compensation. A new sys- 
tem based on inertial sensors is being used to assess gait 
kinematics, without cameras or bone markers, enabling 
subjects to walk freely indoors or outdoors. The sensors are 
composed of gyroscopes, accelerometers, and magnetome- 
ters, which are combined in order to obtain data such as ac- 
celeration, angular velocity, and joint angle 7 '. This system 
can discriminate gait symptoms, demonstrating a practical 
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approach to evaluation of human locomotion 8 - 9 \ Thus, the 
purpose of this case report was to analyze gaits of patients 
who had strokes with different etiologies and to compare 
kinematic data from them with those of a subject without 
impairments. A second purpose was to describe and ob- 
serve the applicability of the new gait analysis system using 
inertial sensors. 

SUBJECTS AND METHODS 

In this case series study, two poststroke patients (A and 
B) and one healthy subject (C) were compared. Patients A 
and B had suffered a basilar and middle cerebral artery 
ischemic strokes, respectively, with right paresis. To char- 
acterize the motor impairment of the patients, the Barthel 
Index was used (100 represents the highest independence). 
The anthropometric characteristics, length of the injury, 
and Barthel Index of the volunteers are shown in Table 1 . 
To participate in this study, the individuals needed to be 
male, between 40 and 65 years of age, and free from the 
need for any assistive devices and had to have been affected 
by only one event with a minimum post-injury time of three 
years 10 '. This study was previously approved by the Univer- 
sity Ethics Committee-UEL (#177/2011), and the volunteers 
gave written informed consent prior to participation. 

The experimental procedures were conducted at the 
Laboratory of Biomechanics and Clinical Epidemiology. 
The inertial sensors system (MVN, Xsens Tech®, En- 
schede, Netherlands) was used to evaluate the kinematic 
data through a 3D analysis system of human gait movement. 
Seventeen inertial sensors (38 x 53 x 21 mm), 30 grams 
each, were attached to the whole body with Velcro® strips 
(except the head sensors) and connected with cables to an 
integrator system (Xbus Master, Xsens Tech®, Enschede, 
Netherlands) fixed to the back at the waist; the whole system 
weighs 1.9 kg. The Xbus Master communicated with two 
receptors connected to a personal computer using a Blue- 
tooth system (RS-232/USB). Calibration was performed ac- 
cording to the specifications in the manufacturer's manual 
using anthropometric measures. Individuals were instruct- 
ed to adopt an orthostatic and anatomic position for a few 
seconds, allowing software recognition of the body. Before 
the test began, the subjects were familiarized with all pro- 
cedures and instructed to walk three times on a ten meter 
walkway at a self-selected speed in a predetermined direc- 
tion. 

The MVN Studio software (Xsens Tech®, Enschede, 



Netherlands) was used to collect (acquisition rate of 120 Hz), 
visualize, and save the data. From the raw data, the three 
gait cycles from the middle of each trial were chosen and 
analyzed, considering the initial contact of the foot until the 
initial contact of the impaired contralateral one. The best 
cycles were chosen, excluding the first and the last cycles, 
thus excluding also the positive and negative acceleration 
periods. The three selected gait cycles were imported into 
the MATLAB software (R2009a, MathWorks, Natick, MA, 
USA) and averaged as function of the cycle percentage. The 
Euler angles were used and calculated according to spatial 
position between each sensor. The average right hip, knee, 
and ankle joint angles of all subjects were plotted as gait 
cycle percentages in the sagittal plane. The joint angle val- 
ues were collected and described in Table 2 n \ 

RESULTS 

The results are described below according to the analysis 
of the joint curves plotted in the sagittal plane (Figs. 1-3). 
The angle values in specific moments of the gait cycle are 
shown in Table 3. 

During the stance phase, patients A and B had lower hip 
angles at initial contact (HI) and maximum flexion angles 
during load response (H2) than the control (C). The maxi- 
mum extension angles in the stance phase (H3) presented 
different peak values for both patients and this value for 
patient A occurred earlier than for the other subjects. The 
control subject also showed a higher angle value at toe-off 
(H4) than the other subjects, representing a normal exten- 
sion pattern. Patient B had a similar maximum flexion an- 
gle (H5) during the swing phase in comparison with the 
control. The sagittal plane excursion (H6) of patient B was 
lower than those of the other subjects. 

Patient A and the control subject had similar knee an- 
gle values at initial contact (Kl), and patient B presented 



Table 1. Subject characteristics 





Patient A 


Patient B 


Control 


Age 


57 


63 


56 


Height (cm) 


168 


170 


171 


Mass (kg) 


70 


76 


93 


Duration of injury (years) 


6 


4 




Barthel Index 


100 


85 





Table 2. Variable descriptions 

Joint Variables 

HI, hip angle at initial contact; H2, maximum flexion angle during loading response; H3, maximum extension angle in 

stance phase; H4, hip angle at toe-off; H5, maximum flexion angle in swing phase; and H6, total sagittal plane excursion. 
^ Kl, knee angle at initial contact; K2, maximum flexion during loading response; K3, maximum extension in stance phase; 

K4, knee angle at toe-off; K5, maximum flexion angle in swing phase; and K6, total sagittal plane excursion. 

Al, ankle angle at initial contact; A2, maximum plantar flexion angle during loading response; A3, maximum dorsiflex- 
Ankle ion in stance phase; A4, ankle angle at toe-off; A5, maximum dorsiflexion angle in swing phase; A6, total sagittal plane 

excursion, and A7, maximum plantar flexion angle in swing phase. 
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Fig. 1. Hip angles during the gait cycle. 



Knee Flexion - Extension 




Fig. 2. Knee angles during the gait cycle. 
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Fig. 3. Ankle angles during the gait cycle. 



a flexed position in the initial phase of the gait cycle. The 
maximum flexion angles during loading response (K2) were 
also higher for patient B, and at maximum extension in the 
stance phase (K3), patient B kept a flexed knee position. At 
toe-off (K4), patient A and the control subject had similari- 
ties in angle values. During the swing phase, patient A and 
the control subject C presented similar values for maximum 
flexion (K5). The sagittal plane excursion (K6) was lower 
for patient B in comparison with the other subjects. 

The stance phase started with different values (Al) for 
all subjects, with the highest difference between patient A 
and the control. The control subject presented the lowest 
maximum plantarflexion angle during loading response 
(A2) in comparison with patients A and B. The maximum 
dorsiflexion angle in the stance phase (A3) was similar for 
patient A and the control was the same for A4; patient B 
showed lower value in A3 and a higher value in A4. During 
the swing phase, patient B and subject C showed similar 
dorsiflexion peak angles, but patient A showed a greater 
peak angle. The sagittal plane excursion (A6) for the ankle 
joint was lower for patient B in comparison with patient A 
and the control. The highest plantarflexion angle value (A7) 
was presented by the control subject, while the patients pre- 
sented different values. 

DISCUSSION 

The aims of this study were to describe and observe the 
applicability of kinematic gait analysis using inertial sen- 
sors for two stroke patients with different arteries com- 
promised compared with a subject without impairments. 



Table 3. Hip, knee, and ankle angles (°) in the sagittal plane 



Patient A Patient B Control 

Hip Joint 

Hip angle at initial contact HI 13.5 12.5 17 

Maximum flexion angle during loading response H2 8.9 12.3 18.6 

Maximum extension angle in stance phase H3 10.4 7.8 16.4 

Hip angle at toe-off H4 0.8 2.4 14.1 

Maximum flexion angle in swing phase H5 24.9 15.9 16.6 

Total sagittal plane excursion H6 35.4 23.8 33.1 
Knee Joint 

Knee angle at initial contact Kl 2.55 14.2 1.6 

Maximum flexion during loading response K2 6.7 22.2 18 

Maximum extension in stance phase K3 0.9 16.3 8.2 

Knee angle at toe-off K4 38 29.9 36.8 

Maximum flexion angle in swing phase K5 64.9 32.2 62.7 

Total sagittal plane excursion K6 67.4 46.5 64.3 
Ankle Joint 

Ankle angle at initial contact Al 7.5 3.1 2.5 

Maximum plantarflexion angle during loading response A2 17 5.7 5 

Maximum dorsiflexion in stance phase A3 16.5 13 16.7 

Ankle angle at toe-off A4 1.7 4.9 1.9 

Maximum dorsiflexion angle in swing phase A5 2 0.6 0.9 

Total sagittal plane excursion A6 23 18.6 29.8 

Maximum plantar flexion angle in swing phase A7 6.4 5.5 13.1 
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Inertial sensors could be a valuable tool for objective gait 
analysis when disorders or impairments are present. There 
may be discrepancies between a patient's main complaint, 
such as a deficit in muscle strength, and the kinematic and 
kinetic gait patterns, demonstrating the relevance of a func- 
tional analysis, such as that in the present study 12 '. 

In this study, the patients who had suffered a stroke had 
different gait patterns, but patient A behaved similarly to 
the healthy subject (the control). A synergistic gait pattern 
is observed when patients with stroke are walking, unlike 
healthy individuals, who present selective motor control of 
joint movements 12 '. During walking, patients who have had 
a stroke normally show two synergic patterns: an extension 
mass pattern during the stance phase caused by synergic 
contraction of the quadriceps and gluteus maximus and a 
flexion mass pattern during the swing phase caused by syn- 
ergic contraction of the hip, knee, and ankle flexors 13 '. 

These functional events can be noticed during case stud- 
ies. Some other differences could be observed, like differ- 
ences in walking velocity, stride length, and gait cycle dura- 
tions, but the attempt was to observe maximal flexion and 
extension values and synergic patterns 14 '. The step length 
was found to be asymmetrical as a result of the shorter 
stance phase and longer swing phase in the paretic limb 
compared with in the healthy individual. In addition, it is 
important to point out that velocity was not controlled in 
this study, so the toe-off angle, considered a "marker" in the 
gait cycle, may indicate approximate values for the control 
subject. 

At the initial contact, patients A and B behaved simi- 
larly, and the control subject had a greater angle value (17°). 
However, it is known that the angle during initiation of the 
stance phase is between 25° and 35° for the hip joint 11 - 15, 16 '. 
The control subject also had a greater extension angle in the 
stance phase (16.4°), which was close to the toe-off angle, as 
expected in comparison with other authors 11, 15 '. Patient B 
showed a rigid flexion and extension mass pattern that can 
be assumed to be influenced by spasticity. This event hap- 
pened in both the stance and swing phases with a synergic 
mass pattern, as described by other authors 15, 17, 18 '. 

Patient A had their maximum extension angle in the 
stance phase, which occurred earlier than in the others 
subjects. As mentioned before, the stance phase of hemipa- 
retic limbs has a shorter duration, and the maximal exten- 
sion angle may occur earlier in the gait cycle. In the swing 
phase, patient A showed a greater maximum flexion angle 
compared with patient B and the control. The excessive hip 
flexion of patient A during the swing phase could be a form 
of compensation due to lower knee flexion and was prob- 
ably also due to the incapacity of the plantar flexor muscles 
to generate enough power for the initial swing phase. The 
total sagittal plane excursion was similar in patient A and 
the control and it could represent a greater limb distance 
reached during walking. Even though step and stride fre- 
quency and distance were not assessed in this study, Mulroy 
et al. 19 ' suggested that larger hip excursion may be due to 
superior strength in the extensor muscles of the hip. 

The behavior of the knee joint angles was similar for pa- 
tient and the control subject. However, patient B started the 



stance phase with a higher value at the initial contact angle. 
Correa et al. 14 ' demonstrated that during the stance phase, 
patients who had had a stroke show co-contractions of ago- 
nist and antagonist muscles at the ankle and knee joints and 
that these adaptations may allow a safer and more stable 
gait pattern. This may have occurred with patient B, who 
showed a lower sagittal plane excursion in accordance with 
the hip angles described before, representing a stiff knee 
gait pattern. 

At the toe-off line, the control participant showed suf- 
ficient joint range of motion in comparison with the results 
of other studies, although the evaluation of joint range of 
motion also depends on others variables like stride length 
and velocity. Conversely, patient A showed a compensation 
adopted in mid stance that reflected the knee position at the 
end of the stance phase until the maximal flexion angle in 
the swing phase 11, 16, 20 '. 

In contrast to the results presented previously, patient 
A behaved differently compared with the control subject, 
indicating a higher difference at the initial contact angle. 
This behavior did not explain any other alterations in the 
hip and knee curves and seems to be a particular compensa- 
tory strategy, which suggests an enhancement in the maxi- 
mal dorsiflexion angle using kinetic energy, but this was 
not assessed in this study. On the other hand, the maximal 
dorsiflexion angle occurred with a satisfactory range of mo- 
tion for all participants compared with the results reported 
by other authors but at different times of the gait cycle for 
the hemiparetic patients in comparison with the control 
subject 11, 15, 16 '. This is probably happens due to the short 
stance phase of the hemiplegic limb, as mentioned before. 

Kinsela et al. 11 ' observed that the sagittal excursion of the 
hip is facilitated by ankle dorsiflexion in the stance phase 
and by ankle excursion in the sagittal plane. Both patient 
A and the control subject may have had greater ankle dor- 
siflexor and plantar flexor strength than patient B, as de- 
scribed by Mulroy et al 19 '. These authors also proposed that 
a decrease in ankle dorsiflexion during the stance phase and 
knee flexion sustained throughout the gait cycle suggest a 
"stiff knee" pattern; this was seen in the present study in 
patient B. In the early swing phase, it is possible to deduce 
that there was decreased activation of the anterior tibialis 
in both hemiparetic patients who presented inadequate dor- 
siflexion in mid swing in comparison with the control or a 
limited range of motion due to muscle shortening or due to 
spasticity. The patients seem to have an insufficient muscle 
response to achieve a neutral ankle angle for the next step 
of the gait (heel strike) compared with the control, and the 
dorsiflexion improvement in the swing phase may reflect an 
increased intensity of anterior tibialis muscle 20 '. 

The use of inertial sensors allowed description of the gait 
cycle of patients who suffered stroke. The lower limb move- 
ment of the two patients with hemiparesis in the sagittal 
plane could be described and analyzed in comparison with 
a control subject. Thus, patient A and the control subject 
had similar gait cycle curves at all joints, while patient B 
showed a rigid synergic pattern. Limitations of this study 
were the small number of participants, the interference of 
magnetometers that needs to be considered during data col- 
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lection and analysis, and gait assessment only from the per- 
spective of the sagittal plane. 

The present study demonstrated differences during 
walking between patients who had had a stroke in different 
arteries and a control subject, which may be related to an al- 
ternative compensatory strategy. Future studies are needed 
to explore kinematic data of subjects with different affected 
brain areas. A key point of the present study was the use of 
inertial sensors during kinematic gait analysis, which dem- 
onstrated a practical and functional approach. 
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